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Director of Medical Services 
l-D-40-67 Headquarters 


John 


The flip-flop on fee extension of I ham 

surfaced the ne ed for positive action to get on the books 
early on I I series revision. We have set the 
expiration date as 31 December 1971 in anticipation of 
such action. 


l johh\W. Coffey 

8 0 JUN 1971 


STAT 


STAT 


Deputy Director for Support 7-D-26 


STAT 
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